1455 ouest, boul. de Maisonneuve 
Montréal, Québec H3G 1M8 
Telephone (514) 848-4880 


Contact: Diane McPeak 
Public Relations Officer 
(514) 848-4883 


CONCORDIA'S NEW CONCERT HALL OPENS TO THE PUBLIC 


MONTREAL / January 17, 1990 -- Concordia University will 
officially open its new concert hall to the public on Saturday, 
January 27, 1990 at 8 p.m. with a performance featuring the renowned 
chamber orchestra, I Musici di Montréal. The $4 million multi- 
purpose facility will be used principally by Concordia's Faculty of 
Fine Arts, which will stage approximately 110 concerts a year, most 
of them free and open to the public. 

The intimate 619-seat facility, has been designed with variable 
acoustics, a 1,100 square-foot stage and state-of-the-art sound 
‘systems and lighting. Lemoyne, Lapointe, Magne are the architects 
for the 10,000 square-foot building. 

The new Fine Arts facility forms part of the $14 million 
redevelopment of Concordia's Loyola Campus. The Concert Hall was 
financed entirely through Concordia's successfully-completed $25 
million Capital Campaign. The University will also rent the hall to 
community groups. There is a shortage of adequate musical facilities 
on the western part of Montréal Island; Concordia expects to 
accommodate about 100 of these outside bookings annually. 

Jane Needles, Concert Hall Manager, has worked with most of 
the major theatre companies across Canada, including lengthy stints 
at Stratford and the National Arts Centre. Several internationally 
acclaimed artists have been lined up for the concert hall's exciting 
opening season. These include Anton Kuerti, Angela Cheng, the Orford 
String Quartet and Francine Kay. 
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